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Message Text 


TAGS: OTRA, OCON, TBIO, FR 

SUBJECT: FDA REPRESENTATIVE ATTENDING INTERNATIONAL 
STANDARDS ORGANIZATION MEETING 


1 . FDA ADVISES THAT JOHN A. STEEN PHD., BIOMEDICAL 
ENGINEER, BUREAU OF MEDICAL DEVICES WILL BE IN FRANCE 
SEPTEMBER 1-16, 1978. 

2. DR. STEEN WILL ATTEND THE INTERNATIONAL STANDARDS 
ORGANIZATION (ISO TC 121) MEETINGS CONCERNING STANDARDS 
DEVELOPMENT FOR ANESTHETIC EQUIPMENT AND WILL SERVE AS 
THE FDA DELEGATE OF THE ANSI (AMERICAN NATIONAL STANDARDS 
INSTITUTE) OF THE Z 79 COMMITTEE AT THE ISO MEETINGS 
SEPTEMBER 10-16, 1978. DR. STEEN WILL BE ON ANNUAL LEAVE 

IN PARIS SEPTEMB:R 5-8, 1978. 

3. ASSISTANCE OF EMBASSY WILL NOT BE REQUIRED. VANCE 
UNCLASSIFIED 
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